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OBA~311B-64 


49 JUN 1964 
25X1A MEMORANDUM FOR: Contracts Division, OSA 
SUBJECT : Design Ieprovement for Roof Mirrors, 


CR 44~4 (Baird, File Ne. 23245) 
REFERENCES >: (a) Baird Proposal, IDEA-1989, 7 May 1964 
{b) OSA-2678-64, 26 May 1964 


i, With reference to the proposal for improved roof 
wirrors submitted by the contractor, request you authorize 
the contractor to proceed in accordance with paragraph 3 
of their proposal. When the two sample mirrors are ready 
for field testing, request MD/OSA be so advised. 


25X1A 
25X1A 3. It is desired tha e each be installed in the 
Articics at EI aod or a thirty-day evalua- 
25X1A 
tion test. 
25X1A 


Chief, Materiel] Division 


Bene OSA~DD/SRT 


»0/08A: on (26 Jun 64) 


Distribution: 
Orig ~ Addee 
1 ~ D/FA/OBA 
1 - BD/TECH/OSA ean 
1 ~ HB/OSA peo 
1 ~ RB/OSA Pe ee 
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